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CENTRAL INTELLIGENCE AGENCY 

Office of Congressional Affairs 
Washington, D.C. 20505 
Telephone: 482-6136 


6 Oct 1987 


__ Mr. Thomas K. Latimer, Staff Director 

Permanent Select Committee on Intelligence 
House of Representatives 
Washington, D.C. 20515 


Dear Tom: 


The enclosed is per your request for 
today's briefing. 
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